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U.S. Highway 66 ... East Entrance of 
KINGMAN, ARIZONA 



Telephone Blue 273 . . . Air Conditioned & Fireproof. 
Panel Ray Heat, Vented . . . Ceramic Tiled Baths, with 
Tubs & Showers . . . Carpeted & Beautyrest Mattresses. 
Restaurants Nearby. 

Owners & Operators. 
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PHOTO. ART WORK, COPYRIGHTED & PRODUCED 8Y 
DOUGLAS R. SMITH CO.. 422 WASHINGTON BUILDING 5. 
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